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October 3, 1968 


Dr. William W. Bates 
Dr. Robert B. Griffith 
Mr. E. S. Harlow 
Dr. Murray Senkus 
Dr. Helmut Wakeham 

Gentlemen: 

The enclosed lists the brands now being picked up by 
Western Union as Market Sample No. 4. 


Sincerely, 



Enclosure 
WLS:lb 



PM3000952599 


Source: https://www.industrydocuments.ucsf.edu/docs/lsnk0001 




